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Skidmore, Owings 5 Merrill 
1201 Connecticut Avenue, N.W. 

Washington, D.C. 20036 

Attention: Walter Arensberg 

Gentlemen: 

Per request of your consultant, JHK § Associates, the 
Federal Protective Office performed an hourly count of visitor 
parking permits issued at the entrance gates. The following is 
a tabulation of that survey: 


26 August 1981 


27 August 1981 


28 August 1981 


0800- 

0900- 

1000 - 

1100 - 

1200 - 

1300- 

1400- 

1500- 

1600- 


■0900 - 17 
■1000 - 33 
•1100 - 21 
-1200 - 19 
■1300 - 12 
-1400 - 29 
-1500 - 16 
-1600 - 5 
-1700 - 2 

Total 154 


0800- 

0900- 

1000 - 

1100 - 

1200 - 

1300- 

1400- 

1500- 

1600- 


•0900 - 14 
■1000 - 16 
•1100 - 13 
■1200 - 9 
■1300 - 16 
■1400 - 13 
•1500 - 9 
•1600 - 1 
-1700 - 3 

Total 94 


0800 

0900 

1000 

1100 

1200 

1300 

1400 

1500 

1600 


■0900 - 16 
■1000 - 13 
■1100 - 12 
•1200 - 13 
•1300 - 12 
•1400 - 17 
■1500 - 12 
•1600 - 6 
-1700 - 1 

Total 102 


Please advise if you require any additional data on this 
matter. 

Sincerely, 


Building Planning Stai 


Distribution : 

Orig - SOM 

1 - OL/BPS Subject (official) 
1 - OL/BPS Chrono 
1 - OL Reader 


STAT 


STAT 


OL/BPS/ 


(31 Aug 81) 


OL 1 365 2 
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